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NAME THIS f 
NEW AKRON COUPLING. 


PROTECTED 
SWIVEL 


DROP 
FORGED 


FIRST PRIZE 
SECOND PRIZE 


THIRD PRIZE 
FOURTH PRIZE 


PROTECTED 
THREADS 


PAT. NOS. 
1,550,773; 1,610,165; 
2,029,798; 2,073,824. 


$100.00 
$50.00 


$30.00 
$20.00 


TEN ADDITIONAL $5.00 PRIZES 


CONTEST CLOSES JUNE 30, 1941 


It is such a simple thing added to a hose coupling! Yet the NEW thread 
protecting feature added to the Akron Drop Forged Coupling is the most out- 
standing improvement in coupling design for many, many years. The coupling 
is drop forged with protective bands around the male and female parts as clearly 
shown in the illustration. These bands shield and protect the threads. Whether 
coupled, or uncoupled, the male, female and still threads are raised and thereby 
protected. The bands support and suspend the swivel preventing damage to the 
swiveling action. Uncoupled, both the male and swivel ends are held clear of the 
ground so that dragging, or obstructions, will not harm them. By protecting the 
threads at all times, coupled or uncoupled, the Akron Protecting Features present 
a truly original idea which sets a new standard for service life of fire hose couplings. 


As a drop forging, this coupling has the desirable physical characteristics of 
all drop forgings, namely, toughness and density; 30 to 50% greater tensile 
strength than the cast bronze ordinarily used in couplings. 


Here you have a combination of five outstanding and desirable values in 
a coupling: 


First—Protector Bands — protect at all times. 

Second—Drop Forging — uniformity and high tensile strength. 
Third—Rocker Lug — enough said! 

Fourth—Tapered Still Thread — free swiveling. 

Fifth—Highbee Thread Indicator — instant thread engagement. 


Akron Drop Forged Couplings with protectors are approved by Underwriters’ 
Laboratories, Inc. 


Check and double check on these points of merit of the Akron Protected 
Coupling, then name it! THAT FIRST PRIZE MAY BE YOURS! 


AKRON BRASS MFG. CO., INC. 
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FOLLOW THESE EASY RULES 


Submit one, or as many names as you like, in 
describing this protected thread and swivel 
coupling. Trick names desirable. 


Draw an outline of coupling and write not 
more than 50 words‘ describing advantages of 
this coupling. 


3 Print your name, address and Fire Department 

or fire fighting connection. Send in your sug- 
gestions on a sheet of paper, written on one side 
only. 


Contest closes June 30, 1941. Only entries 
postmarked on or before that date will be 
accepted. 


5 Judges will be guided by general suitability 

of words for advertising and identification 
purposes. Judges’ decision will be final. Entries, 
contents and ideas therein become the property of 
Akron Brass. In case of ties, duplicate prizes will 
be awarded. 


Any resident of the United States, over 18 

years of age, may compete if he is actively en- 
gaged in fire fighting and is identified with a 
municipal fire department, volunteer fire depart- 
ment or other fire fighting organization. Employees 
of Akron Brass, its advertising counsel, or any 
individuals engaged in the manufacture, sale or 
distribution of fire fighting equipment, or their 
families, are not eligible to compete. Contest sub- 
ject to all Federal and State Regulations. 


Prize winners will be notified individually by 
wire, and formal announcement will be made. 


Judges for the contest are: 
Jay W. Stevens, Exec. Secy. Intl. Assn. of Fire 
Chiefs, San Francisco, Calif. 
Selden R. Allen, Chief of Fire Dept., Brookline, 
Mass. 


George J. Richardson, Secy. Intl. Assn. of Fire 
Fighters, Washington, D. C. 


D. W. Brosnan, Chief of Fire Dept., Albany, 
Georgia. 
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HE front cover picture from The 

Argus, Rock Island, Illinois, shows 
a fire at the Taxman Oil Company 
plant near the village of Milan, Illinois, 
on March 29, 1941. Several tanks con- 
taining naphtha are reported to have 
exploded during the fire which was the 
second serious blaze at the same plant 
in a little more than a year. The 
Milan Volunteer Fire Department was 
aided by apparatus from Rock Island 
and Moline. The refinery had no pri- 
vate exterior fire protection and the 
tanks were not dyked. The loss was 
$100,000. 


HE 45th N.F.P.A. Annual Meeting 

at Toronto, May 12-16 is now a 
matter of record but there was no doubt 
among the seven hundred members and 
guests in attendance that the conven- 
tion was one of the oustanding meet- 
ings ever to be held by persons inter- 
ested in the subject of fire protection. 
As has been previously reported, fire 
defense was the keynote of the conven- 
tion. Those who attended, who listened 
to the talks by men who have taken an 
active part in “the battle of Britain,” 
who also saw the motion pictures of the 
part fire is playing in warfare on the 
other side, and who thus exchanged 
plans for defending our own commun- 
ities and industries from fire, are now 
better prepared to face any emergen- 
cies that the future may bring. 


HAT fire prevention programs in 

industry can be effective is proved 
by the annual report of Will H. Hays, 
President of Motion Picture Producers 
and Distributors of America, Inc. Most 
fire fighters are familiar with the fact 
that nitro-cellulose motion picture film 
might readily contribute to many seri- 
cus fires if carelessly handled. There- 
fore it is a tribute to the conservation 
efforts of the motion picture industry 
that not a single fire occurred in film 
exchanges in the United States last 
year. This was no mere luck or accident 
as these exchanges examine, store 
and ship more than 27,000 miles of 
nitro-cellulose motion picture film 
daily. This record demonstrates the 
excellent results that have been brought 
about by the intelligent and conscien- 
tious policy of conservation which was 
organized within the industry eighteen 
years ago. The N.F.P.A. may well be 
proud of the fact that the Motion 
Picture Producers and Distributors of 
America, Inc., are organization mem- 
bers of this Association. 


IT’S GREAT TO BE A FIREMAN 


By Charles W. Alcorn 
Rosedale Volunteer Fire Department 
Verona, Pennsylvania 


It’s great to be a fireman 

I'm going to tell you why, 

You couldn’t join a better bunch 
However hard you try. 


What explains all this? Some people say 
Uncertainty is the answer. 

You never know from day to day 

What type of call you'll answer. 


You may go out on a false alarm. 
You may look for some lost soul. 
And once in a while your duty calls 
To get a cat down off a pole. 


This is quite different to be sure 

From other organizations. 

They have their meeting time and date 
At definite locations. 


But take the firemen if you will 

And compare them with the others. 

They don’t know when or where they’ll meet 
But still they too are brothers. 


They might be dressed in gay attire 
Or may not be dressed at all, 

But when they hear the call of fire 
They'll be there one and all. 


Their plans are made right at the scene 
And not two weeks before. 

Their thinking must be fast and keen 

Or the public will get sore. 


They have no set dismissal time 
But work until they hear 

The officer in charge call out 
“Load up, let’s get out of here.” 


It’s great to be a fireman. 

I think this tells you why. 

It fascinates you more and more 
As days and years go by. 


REPORT by Chief John P. Lynch 
of Kansas City, Missouri, describ- 
ing a fire which recently cost the lives 
of two old women in the St. Andrew 
Society Home in that city contains sev- 


eral lessons of interest to firemen. The 
fire started in the kitchen due to over 
fusing of a large electric refrigerator. 
The cook smelled smoke early in the 
morning and went downstairs and 
opened the kitchen door to investigate. 
Upon seeing the flames she ran 
screaming through the house leaving 
the door open. The flames thus en- 
tered the hall and swept up the open 
stairways trapping fourteen women on 
the second and third floors. All were 
rescued by firemen but one died in an 
ambulance and another died the next 
day. This home was in a large resi- 
dence formerly belonging to a wealthy 
citizen. The fire inspection division 
was not notified of the change of oc- 
cupancy so that the building was still 
listed as a dwelling. There were a few 
fire extinguishers in the halls but no 
fire escapes from the third floor. 

As shown by this fire in Kansas 
City, the use of many former dwelling 
structures as rest homes, rooming 
houses, homes for the aged and chil- 
dren’s homes without notification of 
the proper authorities, adds another 
important reason why fire hazard in- 
spection is desirable for all residential 
properties to prevent loss of life. 


AST month 5 departments with 58 

men joined the Volunteer Fire- 
men’s Section for the first time. In 
addition 33 departments with 688 men 
renewed membership. This makes the 
total enrollment 715 departments and 
14,726 men. The following departments 
are newly enrolled: 


Albert City Fire Department, Albert 
City, Iowa. 

Groveland Fire Department, Groveland, 
Massachusetts. 

Morton Fire Company No. 1, Morton, 
Pennsylvania. 

Rosedale Volunteer Fire Department, 
Verona, Pennsylvania. 

The Block Island Volunteer Fire Com- 
pany, Block Island, Rhode Island. 


E estimated U. S. fire loss for 
April, 1941, according to the Nation- 
al Board of Fire Underwriters is $29,- 
330,000. This figure is based on notices 
of incurred loss received by companies 
members of the Board, plus an allow- 
ance for unreported and uninsured loss- 
es. Losses for the first four months 
of 1941 are $13,743,000 less than the 
losses for the same four months last 
year. The following table shows the 
losses for the first four months of both 
1940 and 1941. 


1940 1941 
January $36 260,650 $26,470,000 
February 34,410,250 26,102,000 
March 29,788,800 31,471,000 
April 26,657,190 29,330,000 


$113,373,000 


Total 4 months $127,116,890 
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REPORT ON 45TH N. F. P. A. ANNUAL MEETING 


The Volunteer Firemen’s Forum is shown listening to an address by Chief Max Smith of the 
South Porcupine, Ontario, Fire Department on “Problems of Winter Fire Fighting.” 


Assistant Director Hugh H. Clegg of the Federal Bureau of Investigation addressed state, 
provincial and city fire marshals at a meeting of the N.F.P.A. Fire Marshals Section. 


r 
Chief Engineer G . Booth of e 
tional Board of Fire Underwriters, shown 
standing at the left of N.F.P.A. General 
Manager Bugbee, was made an honorary life 
member in recognition of his many years 
of service to the Association. 


General Manager Bugbee greets Lewis Part- 
ington, British auxiliary fireman from Cov- 
entry, England. Partington’s account of fire 
fighting during air raids together with his 
ready wit made his talk a highlight of the 
meeting. 


HE pictures on this page show just 

a few of the sessions of the 45th 
Annual Meeting of the National Fire 
Protection Association at Toronto, May 
12-16. The sessions were presided over 
by President Alvah Small. Thirteen 
committees presented reports and six- 
ty speakers contributed to the busi- 
ness-packed program. 

The second annual volunteer fire- 
men’s forum under the chairmanship 
of Dr. D. J. Price, Vice President of the 
N.F.P.A., proved to be a very popular 
gathering. Not only were many volun- 
teers in attendance but fire marshals, 
fire chiefs and others interested in the 
work of volunteers attended the ses- 
sion. A roll call showed representatives 
present from the Atlantic to the Pacific 
and from the Gulf of Mexico to north- 
ern Canada. The meeting voted in favor 
of holding a similar forum next year. 

The Fire Marshals Section meetings, 
occupying two full days, might alone 
have been considered an adequate rea- 
son for attendance at the convention 
so interesting were the deliberations of 
that group. 

Three resolutions were passed by the 
N.F.P.A. while in convention. The first 
extended the congratulations of the 
N.F.P.A. to the National Board of Fire 
Underwriters on the occasion of that 
organization’s 75th anniversary. An- 
other resolution requested the Priorities 
Board of the U. S. Government to 
make available to fire apparatus manu- 
facturers metals and other essentials 
needed in the manufacture of fire ap- 
paratus. This resolution was passed 
following a report by the N.F.P.A. ex- 
ecutive office indicating that a recent 
survey showed that in 56 per cent of 
the cities in the United States, the 
greater part of the apparatus now in 
service was over-age and could not be 
considered dependable for heavy fire 
defense work. A resolution to further 
the progress of fireworks legislation is 
reported elsewhere in this issue. 


L. P. Dendel of Lansing, Michigan, was reporting on a model law for electrical inspections when this picture was taken during a typical session. 
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HESE days of “Total War” and 
“Total Defense” are causing many 
Americans to stop to examine many of 
the blessings of liberty that they have 
too long taken for granted. 

This year as never before, Independ- 
ence Day should be the outstanding 
National holiday for the people of the 
United States. It is a day for a dual 
celebration—in recognition of the lib- 
erties first proclaimed in 1776, and as 
a day to record our determination that 
“government of the people, by the 
people, and for the people shall not 
perish from the earth.” 

And what man could say that our 
volunteer fire departments are not en- 
titled to take a leading role in this 
year’s celebration of liberty on July 4th? 
Volunteer firemen are everywhere re- 
cognized as symbols of democratic gov- 
ernment. They are men who devote 
even their lives that neighbors’ homes 
may be spared from the ravages of 
fire. 

Let the cynics scoff at such ideas of 
self-sacrifice. Nevertheless, all over 
the United States the well-drilled vol- 
unteer fire departments of 1941 will be 
on the job this July 4th, as an out- 
standing indication of the power of 
Democracy to organize and defend it- 
self against destructive forces. Accord- 
ingly every fire department should now 
be completing plans to take a leading 
part in local Independence Day cele- 
brations. Every fireman should be on 
the job in uniform, not only to handle 
any fires due to holiday activities, but 
to let the public see that the local fire 
department is wide-awake and ready 
for action. 

Firemen in many communities will 
take a leading part in putting on local 
community celebrations, helping to put 
over sporting events, parades and other 
public entertainment. Many fire de- 
partments will take part in competitive 
fire fighting demonstrations, tourna- 
ments and musters. In hundreds of 
communities firemen will construct and 
touch off huge “night before” bonfires 
at some playground or other safe loca- 
tion to herald the advent of Independ- 
ence Day 1941. 

The encouragement of safe Fourth 
of July celebrations has been a logical 
development of the fire prevention 
movement in which every fire depart- 
ment has a leading part to play in its 
Own state and its local community. 
Firemen well know that each year the 
Careless use of fireworks has resulted 
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in numerous fires large and small and 
many persons have been injured by 
fireworks. 

However, an Independence Day pro- 
gram would hardly be complete which 
did not end with a gala public fire- 
works display. As the use of dangerous 
fireworks by individuals is coming more 
and more under proper restriction, 
money formerly wasted on the “pfpt” 
and “pfzz” of useless fire crackers is 
now going into funds for a really 
worthwhile fireworks show. Many fire 
departments are sponsoring local fire- 
works shows as a good-will builder and 
as a means of increasing the depart- 
ment’s revenue through a small admis- 
sion fee and by money made at con- 
cessions conducted at the site of the 
fireworks display. 


Florida Regulates 
Fireworks 


Last month Florida became the four- 
teenth state in the United States to 
adopt fireworks control legislation 
based upon the N.F.P.A. model state 
fireworks law. Much of the credit for 
this accomplishment goes to Captain 
H. S. Redman of the Miami Police 
Department who made a personal cru- 
sade to put across this safety measure. 
When the law, takes effect next Jan- 
uary 1, nearly 2,000,000 more persons 
will come under the protection of fire- 
works control legislation. 


N.F.P.A. Convention Passes 
Fireworks Resolution 


HE N-F.P.A. has for years advocat- 

ed the proper control of fireworks 
as necessary for the prevention of 
needless fires and personal injuries. 
At the present time another important 
reason for fireworks control has been 
gaining in importance. The unrestrict- 
ed use of fireworks may interfere with 
our defense efforts through wasting of 
materials used in making certain ex- 
plosives and through making of ex- 
plosives readily available to saboteurs. 
Accordingly the N.F.P.A. when as- 
sembled for the 45th annual meeting 
at Toronto, adopted the following re- 
solution: 

Whereas fourteen states have enacted 
adequate laws regulating the sale 
and use of fireworks, and 

Whereas these laws tend not only to 
reduce the needless destruction of 
property by fire but also protect 
our people from injury, suffering, 
and even death, and 


Whereas these laws also result im the 
conservation of materials vital to 
our national defense program, 


Be it therefore resolved: By the N.F. 
P.A. in convention assembled at the 
City of Toronto, Province of On- 
tario, Dominion of Canada, in the 
year of our Lord, One Thousand 
Nine Hundred and Forty-One, that 
all states which have not already 
done so, be urged to enact legisla- 
tion or by other means to regulate 
the sale and use of fireworks to the 
extent indicated by the Model State 
Fireworks Law adopted by the N. 
F.P.A. 








Largely due to the efforts of firemanic organizations in backing model fireworks control 


legislation, this Independence Day should be 


less marred with the tragedy and sorrow that 


has in past years so marked July 4th celebrations because of indiscriminate use of fireworks. 
A total of 55,000,000 persons in the fourteen states shown black on the above map, are coming 
under the protection of state fireworks control laws. However, based upon previous experience 
it is probable that at least 4,000 persons will be seriously injured by fireworks this July 4th 
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in states not having adequate fireworks legislation. 


Cincinnati Fire Department Appeals to 
Women in Its Radio Programs 


Bernice Williams Foley 


Fire prevention radio programs can be made mighty interesting to women. 
Radio broadcasts can get the fire department’s story on home fire hazards 
across to the housewife right at the time she is engaged in her housework. Each 
Wednesday and Friday at 11:05 A. M. Radio Station WKiRC of Cincinnati, in 
cooperation with the Cincinrati Fire Prevention Bureau, presents a program 


dealing with home fire hazards and their prevention. 


Bernice Williams Foley, 


head of WKRC’s educational department (whose picture appears above) and 
City Fire Marshal Louis G. Schraffenberger, take part in the twice weekly 


broadcasts. 


The scripts used are edited by Mrs. Foley to slant them for the 


woman's point of view. The following typical fire prevention broadcast script 
sent out from Station WKRC shows the interesting fashion in which fire pre- 
vention stories are dramatized for the air at Cincinnati. 


SIREN 

ANNOUNCER: 

This is another in the series of Fire 
Prevention programs which are a re- 
gular presentation of the Educational 
Department of WKRC. Cooperating in 
these programs is the Fire Prevention 
Bureau of Cincinnati. Today our guest 
is Fire Marshal Louis G. Schraffen- 
berger, superintendent of the Cincin- 
nati Fire Prevention Bureau. He and 
Bernice Williams Foley will discuss re- 
sidence fire hazards, and an actual re- 
sidence fire will be dramatized. 

FOLEY: 

Good morning. Today we are going to 
discuss a possible fire hazard which I 
believe all of us use with more or less 
regularity that convenient and 
efficient electrical appliance, the elec- 
tric iron. 

Moreover, we are bringing you a drama- 
tization, showing how in one instance 
this faithful electrical servant, the iron, 
caused a serious fire. 

We are happy to have as our guest, 
Fire Marshal Schraffenberger, super- 
intendent of the Cincinnati Fire Pre- 
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vention Bureau. Marshal Schraffen- 
berger, because you are familiar with 
the statistics of this bureau, and be- 
cause you direct the excellent work it 
is doing for our city, I want to take 
this opportunity to ask you about this 
particular fire hazard, the electric iron. 
Relatively speaking, are many fires in 
Cincinnati caused by the electric iron? 
SCHRAFFENBERGER : 

Yes, the electric iron is an item that 
causes a good deal of grief. But we are 
glad to say also that fires from that 
source are on the decline. It is not the 
use of the iron that causes the diffi- 
culty, but the thoughtlessness on the 
part of the user. 

FOLEY: 

Could you give an example of such 
thoughtlessness? 

SCHRAFFENBERGER : 

Fires from electric irons usually occur 
in two ways. The lady of the house will 
be very busy ironing. She will set the 
iron down on the board, or sometimes 
in a pie pan, to answer a telephone 
call or the door bell, expecting to re- 
turn to her work in “Just a minute.” 


Sometimes this ironing is being done 
in the basement. Then something in- 
teresting occurs in the course of the 
telephone conversation, or at the front 
door, and the iron is completely for- 
gotten until ignition has occurred, and 
the home begins to fill with smoke. 
FOLEY: 

And then what happens? 
SCHRAFFENBERGER : 

In most cases the fire assumes such 
proportions by this time that it is nec- 
essary to call the department, and 
sometimes the person endeavors to put 
the fire out and is badly burned. 
FOLEY: 

How can this damage be prevented? 
SCHRAFFENBERGER : 

There is only one safe way to handle 
an electric iron when you leave it, and 
that is to pull out the ironing cord plug. 
FOLEY: 

Do you recall an actual fire in Cin- 
cinnati which was caused by forgetful- 
ness in NOT pulling out the ironing 
cord plug? 

SCHRAFFENBERGER : 

We have so many cases on record that 
they are too numerous to mention, but 
there is one fire in particular which I 
recall very clearly, because I myself 
happened to discover it. Let us call it 
the case of Mrs. B. She herself will 
tell you the first part of the story... 
Mrs. B: : 

Yes, the first part of the story is mine. 
After that I shall have to let Marshal 
Schraffenberger do the explaining. 

I have always liked to iron and press 
things. I take great pains pressing the 
clothes of the family. Pressing the 
wardrobe for the family is sort of a 
job, so I had fixed up a pressing room 
in the attic of our home. 

It was nice and light up there, and 
moreover I could leave my ironing 
things undisturbed there without clut- 
tering up the rest of the house. On this 
certain occasion, how well I remember— 
it was right after lunch and I was 
alone in the house up on the third 
floor, pressing a coat for my husband. 
The ironing board rested on a cedar 
chest, and I was using my little electric 
sleeve iron when... 

Sounp: (telephone rings) 

Mrs. B: 

Darn that telephone. I never knew it 
to fail. And I’m just in the midst of 
Jack’s coat. Shall I answer it? 
Sounn: (bell again) 





Mrs. B: 

Oh, yes, I guess I'll have to. I’d better 
run... (fade out) before the other 
party hangs up .. . (hurried steps) 
(out of breath) Hello.... 

E.siE: (telephone) Dottie, is that you? 
Mrs. B: Yes, oh, it’s Elsie, isn’t it? 
E.tsiE: What are you doing? 

Mrs. B: 

Oh, I’m doing some pressing. Why? 
ELSIE: 

Listen, Dottie—I feel like seeing a 
movie, Meet me down town and we'll 
see Kitty Foyle. My party. 

Mrs. B: Kitty Foyle? 

ELSIE: 

Yea... you know... with Ginger 
Rogers. You haven’t seen it yet, have 
you? 

Mrs. B: No. 

ELSIE: 

Have you read the book? 

Mrs. B: Yes, I did. 

ELSIE: 

Well, so did I, and I hear the movie’s 
all different. In the film Kitty Foyle 
marries the silk-hat guy and they have 
the baby. But in the book, you remem- 
ber, they have the baby but Kitty for- 
gets to marry the guy. 

Mrs. B: Yes, that is different. 

ELSIE: 

Come on, Dottie, say you’ll meet me— 
right there in the lobby. How about 
making it in 435 minutes? 

(pause) 

Mrs. B: 

I hated to disappoint Elsie. She sound- 
ed so enthusiastic; and 45 minutes 
would rush me terribly, but I wanted 
to see the movie, so I said yes. 

My home was only half a block from 
the car line. And if I didn’t return to 
the third floor to finish Jack’s coat, I 
could meet Elsie on time—that is, if 
I hurried. It wasn’t until I was on the 
Street car and almost down town that 
I wondered if I had turned off my small 
electric sleeve iron when I had hur- 
ried downstairs to answer the phone. 
Oh, surely I had. Anyway, the iron was 
so tiny. Soon I forgot all about my 
uncertainty in my enjoyment of the 
Show. Then after the show... . 

ELSIE: 

Dottie, I’m simply dying for a soda. 
Let’s stop in here for a drink and 
something to eat. 

Mrs. B: 

I don’t know whether I should, Elsie. 
ELSIE: 

Nuts—of course you should. Isn’t it 
my party? You can’t leave me like this. 
I want to talk over the show, with you. 
That’s the fun of seeing a movie with 
someone. 

Mrs. B: 

Well, I guess I could. Wasn’t Ginger 
Rogers (fade out) appealing though in 


Fire prevention broadcasts to the housewife are sent out two mornings each week 


from Radio Station WKRC at Cincinnati. 


In the above picture from left to right are 


Chief Barney J. Houston of the Cincinnati Fire Department; Bernice Williams Foley, 
head of the educational department of Station WKRC, and City Fire Marshal Louis G. 


Schraffenberger. 


that scene when she... 

Mrs. B: 

Elsie and I enjoyed ourselves, chat- 
ting together. Then we separated, and 
I took a street car home. When I got 
off the car I was already wondering 
what I could quickly prepare for the 
evening dinner. Suddenly (crowd noise) 
walking along, it struck me that there 
was quite a commotion in our usually 
quiet street. Fire engines! ... and a 
crowd! I began to run. (out of breath) 
Fire engines in front of my home. Oh— 
could it be that— 

Boy: 

Say, Missus—are you the lady who lives 
in the house that’s on fire? 

Mrs. B: 

Yes—yes, I am, Boy. Tell me, what 
happened? 

Boy: 

Gosh, lady, I don’t know—what DID 
happen? 

FOLEY: 

Yes, I think we are all wondering what 
DID happen. Fire Marshal Schraffen- 
berger, will you tell us? 
SCHRAFFENBERGER : 

In her haste to answer the telephone, 
Mrs. B. forgot to turn off her electric 
iron. This little sleeve iron had burned 
through the ironing board, then com- 
pletely through the cedar chest, and 
then through the floor. 

FOLEY: 

It is amazing that a small iron could 
do all that. 

SCHRAFFENBERGER : 

Then the fire, having reached the floor, 
traveled under the floor in both direc- 
tions and involved both sides of the 
structure. The fire then went up the 
studding, igniting the space between 
the third floor ceiling and the under- 
side of the roof. This forced all heat 
and smoke down to the second floor 
level where there was an extremely 
heavy damage. 


FOLEY: 

How much was the damage? 
SCHRAFFENBERGER : 

As I remember it, the damage in this 
instance to structure and contents 
amounted to about $8,500 .. . and extra 
fire companies had to be called in ad- 
dition to those which responded on the 
first alarm, to keep this loss from be- 
ing much more. 

FOLEY: 

This demonstrates how important it is 
for all who use the electric iron, to be 
positive that the heat is turned off be- 
fore leaving the iron. In fact we should 
be careful with all our electric appli- 
ances. What is your advice, Marshal 
Schraffenberger? 

SCHRAFFENBERGER : 

My advice is to disconnect these ap- 
pliances by pulling out the plug, thus 
making a complete break in the elec- 
tric current. In fact that is the ouly 
sure and safe way. 

FOLEY: 

Advice which all of us will henceforth 
follow, I sincerely hope. And Marshal 
Schraffenberger, we wish to thank you 
for impressing upon us ome more fire 
hazard which we should watch. 

Next Wednesday at this same hour we 
shall be back on the air with another 
Fire Prevention program. Our guest 
will again be Fire Marshal Schraffen- 
berger, and we hope you will be our 
listener. 

So until then .. 
ANNOUNCER: 
This program has been a presentation 
of the Fire Prevention Bureau of Cin- 
cinnati in cooperation with the Educa- 
tional Department of WKRC. You have 
just heard Fire Marshal Louis G. 
Schraffenberger, superintendent of the 
Fire Prevention Bureau of Cincinnati, 
discuss local residence fire history and 
fire prevention in an interview with 
Bernice Williams Foley. 


. . goodbye. 
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ALL FIRE CHIEFS COME FROM 


caeconalt 


Yes, it secms that all fire chiefs come from Missouri, 
because they are the most critical and smartest buyers 
in the world. The fire protection officials of America not 
only must be shown, but everything must be proven right 
to them beyond the slightest doubt. 


We of the E&E Manufacturing Company bear this strongly 
in mind upon introducing our portable fire escape—the 
B-E EVACUATOR. It is a product ready to show it’s many 
merits and prove itself the answer to many fire safety 
problems heretofore unsolved. It’s a dependable port- 
able fire escape. The B-E EVACUATOR will quickly and 
safely evacuate persons trapped on upper floors and roofs 


of burning buildings—with a minimum of man power. 


Familiar with the various worthless “gadgets” that have 


been offered to the fire protection profession in the past 


and present, we have spared no expense in the thorough 
development of the B-E EVACUATOR. WE KNOW IT IS 
NOT JUST A “GADGET”! It was invented by a fireman! 
It was developed along the suggestions of men active in 
the fire protection field! Repeated tests have shown its 
worth and proven its practicality! 


Two models are offered—the B-E EVACUATOR for use 
with ground ladders—the B-E EVACUATOR for use with 
aerial ladders. 


Whether you come from Missouri or any other one of 
the forty-seven states in the union, write for the litera- 
ture describing the B-E EVACUATOR. After you've looked 
it over shoot us a line and we'll gladly show and prove 
our contentions with an actual demonstration of the B-E 
EVACUATOR—in your own town—without obligation 
to you! WRITE US TODAY! 
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The above illustration shows the compactness of the 
B-E EVACUATOR. This model is for use with ground 
ladders—for vertical distances up to 50 feet. It can 
easily and quickly be carried by ONE fireman up a 
ladder. Its frame work is of Chrome-Molybdenum 
steel tubing—gas welded—Cadmium plated to pre- 
vent corrosion. Models of the B-E EVACUATOR for 
aerial ladders also available. 


We haven't enough space to give all the amazing advantages of the B-E EVAC- 
UATOR, which are fully covered in our literature. Send for your copy TODAY! 


Evacuato & MANUFACTURING CO. 
2970 WEST GRAND BOULEVARD 


MADE BY DETROIT, MICHIGAN 
MASTER CRAFTSMEN 
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Start of Fire 
in Marshland 


FIRE WIPES 


From Report by P. C. Charnock 


Municipal Engineer, New England 
Fire Insurance Rating Association 


T 1:50 P. M. on April 21, 1941 an 
A alarm was sounded for a grass 
fire on Ocean Street, about 1000 feet 
north of Ocean Avenue at Marshfield, 
Mass. When the fire was finally ex- 
tinguished at 6:15 P. M. some 450 build- 
ings in the congested area known as 
Ocean Bluff were in ruins. 

Fanned by a northwest wind at 30 
miles per hour velocity the grass fire 
spread rapidly through waist high 
marsh grass and then raced across a 
wide area, faster than hose lines could 
be laid, to ignite several isolated frame 
structures along the west side of Ocean 
Avenue about opposite 12th Road. Em- 
bers from these burning buildings 
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BLUFF CONFLAGRATION 


150,000 Gal 
Elevated Tank 


MARSHFIELD, MASS. 
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Scale in Feet 


APRIL 21, 1941 Reserve Pump nq 


Station 
2 500 


Buildings with wooden shingle Roofs shown in Solid Black 


quickly set fire to the thickly built 
area south of 6th Road, through the 
medium of shingle roofs, and the main 
body of the fire was soon beyond con- 
trol. Buildings having non-combustible 
roofs were quickly involved through 
heat radiation. 

The arrival of the local call depart- 
ment was reasonably prompt, three 
auto pumpers and one auto combina- 
tion responding on the first call, an 
additional auto pumper answering the 
second call, with a total of some 40 
call men. It was apparent that the 
local department would be unable to 
cope with the situation and 20 min- 
utes after the first alarm, outside aid 
was called. The response of this aid 
was said to be prompt and from Bourne, 
Cohasset, Duxbury, Falmouth, Hanover, 
Hull, Pembroke, Plymouth, Rockland 
and Scituate; 26 pieces were sent which 
included 11 auto pumpers, 4 auto hose 
wagons, 4 ladder trucks, 5 forest fire 
trucks, 1 rescue truck and one 1800 
gallon tank wagon, with 175 firemen. 

The property destroyed consisted 
mainly of summer dwellings, with one 
church, two hotels and several mercan- 
tiles. Construction was entirely frame 
except for one stone church. As shown 
on the map above, a considerable propor- 


Panorama of fire at its peak. Blaze was stopped at street in center of right picture. 
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OUT 450 HOUSES 


tion of the buildings involved had wood 
shingle roofs. Buildings were very 
closely spaced, and the congestion was 
largely responsible for the rapid spread 
of the fire. 

Weather conditions on April 21 were 
unusually favorable for a fire. Very 
little rain had fallen for several weeks 
and a low humidity had prevailed for 
a considerable period. A strong breeze 
was blowing from the northwest. It was 
this wind which fanned the small blaze 
into a conflagration and carried flam- 
ing brands across the congested beach 
district, starting fires all over the area 
en the thoroughly dry and tinder-like 
wooden shingle roofs. 

The water distribution system is 
shown on accompanying maps. Ade- 
quate fire flow was available for group 
fires but quantities were not sufficient 
to control extensive fires. Hydrants 
were spaced approximately every 300 
feet along Ocean Avenue but there 
were no hydrants east and west of this 
avenue so that long lines were neces- 
sary to reach the outer limits of the 
fire. For a short time during the height 
of the fire, firemen were handicapped 
by low pressures when intense heat and 
flames forced fire fighters to abandon 
three hydrants and leave hose flowing. 
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FOR INDOOR USE 


To protect machinery when not in use—to prevent ac- 
cess by unauthorized persons to tools, dies, patterns, 
drawings, secret documents, stores of explosives or in- 
flammables, or other restricted areas—the A.D.T. Invis- 
ible Ray Alarm System provides effective and economi- 
cal protection. 


Since the Invisible Ray is equally effective outdoors and 
in, night and day, over long and short distances, and is 
unaffected by rain, snow, fog or other weather condi- 
tions, it is the ideal protection for storage yards, railroad 
sidings, loading platforms and other outside areas. When 
conditions require, the beams are zig-zagged to form 
a network of invisible barriers over the protected area. 


FOR PUBLIC UTILITIES 

For power plants, gas and water works, Government 
establishments, oil depots, mines, etc., the Invisible 
Ray provides reliable and economical protection. 


\WV\aIDL WON 
to trap saboteurs 


The A.D.T. Invisible Ray Alarm System, employ- 
ing photoelectric principles, casts beams of invisible 
infra-red light across the areas to be protected. In- 
terruption of a beam by any person or vehicle pass- 
ing through its path instantly and automatically 
transmits a silent alarm to the A.D.T. Central Sta- 
tion, guard headquarters, the police or other desig 
nated points, as well as performing other protective 
functions, such as sounding local alarm bells, clos- 
ing doors or gates, turning on floodlights, etc. 

Because of its flexibility, dependability, ease of 
installation and economy, the A.D.T. Invisible Ray 
Alarm is the ideal protection system not only for 
defense industries, but to supplement or minimize 
guard forces and other types of protection in all 
types of industrial, commercial and mercantile 
properties. For further information write to Amer- 
ican District Telegraph Co., 155 Sixth Avenue, 
New York. Offices in all principal cities. 


AGT 


INVISIBLE RAY ALARM 


One of the Services of the 
NATION-WIDE A.D.T. SYSTEM 
Electric Protection A gainst Fire + Burglary + Holdup 


IN WAREHOUSES 


Burglars, arsonists or others bent on removal or destruc- 
tion of goods can be barred by using the Invisible 
Ray to “rope off” from intrusion all hazardous areas, 
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+ ” Patented 

D. B. Smith & Company 
Utica, N. Y. 
Gentlemen: I have found the INDIAN FIRE 
PUMP has varied uses at most any fire, for it 
will do all that the soda and acid extinguisher 
does. Then too, it has the advantages of a 
quick, safe and = inexpensive recharge. Further- 
more, no one has, as yet, offered us a chemical 
extinguisher charge equal in price to five gallons 
of water. Yours very truly, 

WM. R. EVANS, Fire Chief 
SEND FOR NEW CATALOG AND PRICE LIST 
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Indians Strap on Back or Carry By Handle 


D.B.SMITH « CO.) 


413 MAIN ST. UTICA, N. Y. 
PACIFIC COAST AGENTS: 
Hercules Equipment & Carco-Conwhit Sales Ce. 
Rubber C 


r Co. 520 S.W. Pine St., 
550 Third Street 


Portiand, Ore. 
San Francisco, Cal. Mill & Mine Supply, Inc. 
The Conwhit Co. 2700 4th Ave. S. 
Klamath Falls, Ore. Seattle, Wash. 
Roy G. Davis Company 
617 E. 3rd St.. Les Angeles, Cal. 
IN CANADA: Safety Supply Ce., 
Teronte, Montreal, Vancouver 
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State Fire Schools, 1941 


12th South Dakota June 2-7 Sioux Falls 
8th Indiana June 3-6 Lafayette 
17th Illinois June 10-13 Champaign- 
Urbana 
Little Rock 


Daytona 
Beach 


Ann Arbor 


College 
Station 


Morgantown 
Madison 
Stillwater 


2nd Arkansas July 
12th Florida July 


13th Michigan July 
12th Texas July 


llth West Virginia July 

7th Wisconsin Aug. 
16th Oklahoma Aug. 
4th Kentucky Aug. Covington 
lith Washington Aug. Yakima 


3rd Pennsylvania Aug. 25- State 
College 


Lawrence 


College 
Park 


2nd Montana Sept. 24-27 Polson 


13th Kansas Sept. 
12th Maryland Sept. 


TRAINING NOTES 


Georgia. In addition to the annual 
state fire college held at Atlanta last 
month, 1941 training plans include re- 
gional short courses at Augusta, Athens, 
Macon, Albany, and Rome. Three itin- 
erant instructors under Captain M. H. 
Dean, Acting Chief of Training, plan 
to conduct classes in knots; principles 
of fire fighting; drills; ladder practices; 
fire prevention; care ‘and use of equip- 
ment; fire stream and hose practices; 
fire fighting tactics; and auxiliary 
equipment. Special fire defense train- 
ing is also being planned. 


Michigan. Since 1929 the Michigan 
Fire College has been held in connec- 
tion with the Michigan State Firemen’s 
Association. Beginning this year it is 
to be conducted by the Extension Serv- 
ice of the University of Michigan at 
the campus at Ann Arbor. The school 
will be directed by the firemen of the 
state through representatives of differ- 
ent organizations. A program of special 
interest to volunteer firemen has been 
prepared. Further inquiries should be 
sent to C. A. Fisher, Director, Exten- 
sion Service, University of Michigan, 
Ann Arbor. 


Minnesota. The 14th annual fire 
school was held May 5-7, at the Uni- 
versity of Minnesota with approximate- 
ly 200 firemem and fire marshals in at- 
tendance. Fire fighting evolutions and 
demonstrations were conducted at the 
headquarters station of the Minne- 
apolis Fire Department. 


New Jersey. Chief George P. Lasher 
of Edgewater reports that over 300 fire- 
men from Bergen County attended the 
fire college and drill school at Edge- 
water this Spring. A state training pro- 
gram open only to fire department of- 
ficers was completed at Rutgers Uni- 
versity in April. Starting last October, 
a total of 60 hours instruction was 
given in problems of municipal fire ad- 
ministration. Attendance at the ses- 
sions averaged 75 officers. 


New Mexico. The State Council of 
National Defense is happy to announce 
that the fire training program will be 
resumed by the Department of Voca- 
tional Education and the New Mexico 
State College on June list. Funds are 
available to continue the program for 
six months and Chief Carl Ehrich will 
again be the instructor. 


Washington. Two itinerant instruc- 
tors are to cover the entire state dur- 
ing the summer, Special training in 
fire defense will be given to all depart- 
ments. There will also be at least twen- 
ty regional training courses held. 


FEDERAL 
VERTICAL SIRENS 


are known for 


© DEPENDABILITY 
* HIGH QUALITY 
© ADEQUATE POWER 


made in capacities 
from 1 to 7% hp. 


Federal Electric Co., Inc. 


“Siren Headquarters” 


8717 S. State St. Chicago, Il. 


The “Model A” Super 


Which Every Volunteer Fire 
Department Should Know About 


Every volunteer Fire De- 
partment should know the 
exclusive qualities of this 
first-aid extinguisher which 
experience shows should 
be the first to be carried 
into any fire because:— 
FIRST :— 
It is safe to use on electri- 
cal fires. Fyr-Fyter fluid is 
not only a powerful fire 
extinguishing fluid, but a 
most certain insulation— 
safeguarding the operator 
against serious injury or 
possible death from elec- 
trical contact. 
AND SECOND:— 
It is effective on concealed 
fires in walls or other 
“hard to reach” locations 
and is effective also on 
fires in greases, oils and the more 
flammable liquids. 


SALESMEN WANTED 
If you are interested in adding to 
your income by spare tane work or 
in building a permanent business 
for yourself without investment in 
stock, fixtures, etc., write for our 
new Dealer’s Plan to 


THE FYR-FYTER COMPANY 


Dept. 20-66 DAYTON, OHIO 








THE 


CENTRAFLOW 
PUMP 


IS AVAILABLE EQUIPMENT ON YOUR SELECTED COMMERCIAL 
TRUCK CHASSIS. THE ADDITION OF THIS MODEL TO OUR LINE OF 
FAMOUS CENTRAFLOW PUMPS MAKES AVAILABLE THE SAME FEA- 
TURES ONLY FOUND HERETOFORE IN LARGE CAPACITY PUMPERS. 


@ Direct in the line of drive—no pump trans- ®New type packing—will not dry out and 
mission. has automatic adjustment for wear. 


®Full Ball Bearing construction—no plain ® Not necessary to maintain separate priming 
bearings. 


The fire fighting equipment on this 1941 Ford includes the 
CENTRAFLOW PUMP 


AMERICAN-|AFRANCE-FOAMITE [ORPORATION 
ENGINEERS and MANUFACTURERS 
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N.F. P. A. 
Membership 


NDIVIDUAL membership in the 

National Fire Protection Associ- 
ation costs $10 per year. The mem- 
bership plan for the Volunteer Fire- 
men’s Section is designed to give 
each fire company the advantages 
of N.F.P.A. membership. The fire 
company, aS a member, receives at 
its headquarters a complete set of 
all regular N.F.P.A. literature, in- 
cluding the Quarterly magazine, as 
issued. In addition, as a special 
service to the Volunteer Firemen’s 
Section, each fire company holding 
N.F.P.A. membership is entitled to 
have copies of the magazine VoLun- 
TEER FIREMEN sent to the home ad- 
dresses of 10 firemen each month. 
If more than 10 firemen want to 
receive the magazine, an additional 
$1.00 should be sent in with the 
membership fee for each fireman in 
excess of 10 enrolled. 

Because of the large amount of 
material mailed to members, not less 
than $10 can be accepted from any 
company. 


ENGINE PRESSURES FOR 
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MADE BY © ap 2401 MONTGOMERY WAY 
PAUL D. KINNEY SF D, SACRAMENTO, CALIF 


The above illustration shows a pocket 
size engine pressure calculator designed 
by Paul D. Kinney, 2401 Montgomery 
Way, Sacramento, Calif. Mr. Kinney is 
an engineer on the Sacramento Fire 
Department. In his spare time he 
makes these plates designed to make it 
easy for fire fighters to get the proper 
engine pressure in spite of the excite- 
ment of a fire. The plates are made 
on metal and the names and titles are 
hand stenciled. Carried in a leather 
folder the calculator makes an extreme- 
ly valuable aid, especially for fire de- 
partment officers and pump operators. 
The price for single plates is only $2.00 
and in lots of three or more the price 
is $1.70 each postpaid. 
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HIS is a contest for firemen. Any 

fireman, whether a private or a 
chief, whether volunteer or paid, has 
the same chance to win in this easy 
contest designed to show what can be 
done with approved fire extinguishers. 
Persons not holding membership in a 
fire company or a fire department can- 
not enter this contest which is limited 
to firemen. 

These warm summer evenings when 
you can’t think of anything you want 
to do, just sit down with a pen and a 
piece of paper and tell us in a few 
words of some case where a fire ex- 
tinguisher did a good job. 

You have probably been present at 
numerous fires where approved fire 
extinguishers have been successfully 
used. Every month the above cash 
prizes are paid out to those whose let- 
ters contain the best stories. More fires 
are put out with fire extinguishers 
than by any other means. The stories 
reported in this contest show the value 
of having an extinguisher handy. 

It’s the story we want, not letter 
writing ability. Get the facts down on 
paper and we will attend to any re- 
writing necessary to get the story into 
the space available in these columns. 
Be sure to give your fire department 
connection when writing as the con- 
test is limited to fire department or fire 
brigade members. 

The contest is sponsored cooperative- 
ly by the Pyrene Manufacturing Com- 
pany of Newark, N. J., and VOLUNTEER 
FirEMEN to bring forth the lessons 
learned from actual fires of the value 
of fire extinguishers. 


CONTEST RULES 


1. Contestants in the Pyrene Prize Letter 
Contest must be members of their local fire 
department. 


2. Letters are to describe actual experi- 
ences where an approved fire extinguisher of 
any make has saved lives or property. 


3, Trade names may be used but will be 
deleted in publication. Publishers reserve the 
right to edit winning 
publication. 

4. Each contestant automatically vouches 
for the truth of the facts presented from 
his own or others’ experience. 

5. Only one letter may be submitted each 
month. 


6. Letters must be legibly written in ink 
or typewritten on white paper, one side only. 
Preference will be given to letters not over 
250 words in length. 

7. Letters received after the 8th day of the 
month will be judged in following month's 
competition. 

8. Monthly prizes in cash will be: Ist, 
$10.00; 2nd, $3.00; and 3rd, $2.00. 

9. Address contest letters to Pyrene Prize 
Letter Contest, National Fire Protection 
Association, 60 Batterymarch St., Boston, 
Mass. 


letters to permit 


EACH 


$10.00-*3.00-*2.00 séxsti 


PYRENE PRIZE LETTER CONTEST 


FIRST PRIZE—$10.00 


R. K. MILLs, 
Fire Department, 
Wilmington, N. C. 


Fire Threatened Ferry 

One afternoon I was standing at the 
ferry dock and as the ferry approached 
the dock there seemed to be quite a 
panic aboard. I dashed aboard the fire- 
boat to which I am assigned and got 
one of the 1-quart carbon tetrachloride 
extinguishers and then went aboard 
the ferry. I found a large gasoline 
transport on fire in the cab. The driver 
also had a 1-quart extinguisher in 
action and both extinguishers were 
needed to kill the blaze which might 
have destroyed the ferry, nearby 
wharves and warehouses with a pos- 
sible loss of life. 


* 
SECOND PRIZE—$3.00 


W. R. McCracken, Chief, 
Fire Department, 
Earle, Arkansas 


Had Inspected Building 

One night we received an alarm from 
a warehouse filled with automobiles 
and motor oil. Upon arrival we found 
an automobile burning in the center 
of the building. We knew from periodic 
inspections made in the past that two 
small foam extinguishers were kept 
ready for use by the owner of the 
property. Using these extinguishers we 
extinguished the fire with a loss of 
only $300 out of a $15,000 valuation. 


* 
THIRD PRIZE—$2.00 


H. F. Sutton, 
Fire Department, 
Springfield, Mass. 


Truck Load of Gasoline Afire 

One day last Summer we were drill- 
ing on the apparatus floor when up 
drove a truck loaded with 5-gallon cans 
of gasoline which were on fire. The 
other men started for the booster line 
but I ran to the back of the fire truck 
and grabbed a foam extinguisher. The 
wind was blowing so I got on the 
windward, and sprayed the top of all 
the cans so as to exclude the air. This 
formed a blanket of foam and extin- 
guished the fire. My captain commend- 


ed me for my quick thinking and 
prompt action in this case. 





NEW TEXTS 


HE Province of Ontario, Civilian 

Defense Committee, has just issued 
a comprehensive Fire Services Manual 
otherwise known as Handbook No. 4. 
This 140 page book is intended to out- 
line the organization of the activities 
of the local fire services, including the 
training of auxiliary firemen for whom 
it provides a series of twenty lectures. 
The manual should also prove useful 
to regular fire departments to enable 
them to meet any emergency. 


HE Rockland County (New York) 

Volunteer Firemen’s Association 
has just published a very handy little 
book entitled “Cover-Up System of 
Rockland County.” This cover-up sys- 
tem was developed following a survey 
of every piece of equipment in the 
county in the interest of defense. A 
county fire-police corps is being or- 
ganized. It is hoped that a county fire 
defense training school may be estab- 
lished. Although the smallest county 
in New York State, Rockland County 
has 2318 firemen in 42 companies man- 
ning 53 fire trucks of which 33 are 
pumpers, 8 are ladder trucks, 4 are 
emergency trucks, and 8 are of other 
types. The pumpers have a total ca- 
pacity of 21,550 gallons a minute. 


HE U. S. Office for Emergency 

Management, Division of State 
and Local Cooperation, has recently 
issued as Bulletin No. 1, Structures 
Series, a pamphlet entitled “Protective 
Construction.” This bulletin, prepared 
under the direction of the Chief of 
Engineers, U. S. Army, presents sug- 
gestions for defense measures for pro- 
tection of buildings against aerial at- 
tack. The bulletin is available from the 
U. S. Government Printing Office, 
Washington, D. C., for 25 cents. 


ANNOUNCEMENTS 


INE Safety Appliances Company, 

Pittsburgh, Pa., have issued an 
illustrated bulletin No. FA-73, describ- 
ing the M.S.A. Foille Spray Kit for 
urns. 


B. Smith and Company, Utica, 
a7e N. Y., announce new stream- 
lined Indian fire pumps with long life 
tanks of Armco zincgrip steel. This 
better zinc coated steel has been adopt- 
ed to assure long-life and low-cost 
Service. Solid brass and brass chromium 
plated tanks are also available accord- 
ing to illustrated bulletins recently 
issued by this manufacturer. 


HE Triumph Company of Elkton, 

Maryland, announce a new type 
of flashlight battery which will not de- 
teriorate while sitting on a shelf. The 
battery is so designed that it must be 
deliberately tapped at the bottom to 
release the electrolyte confined in a 
glass bulb to prevent depreciation. 


HE Buffalo Fire Appliance Corp., 

44 Central Avenue, Buffalo, N. Y., 
has just issued an attractive wall bul- 
letin suitable for posting in fire sta- 
tions giving data on simplified hy- 
draulics for fire departments. On the 
upper portion of the chart 31 ques- 
tions or problems involving fire service 
hydraulics are answered. Below at the 
left side of the chart is a practical 
guide for nozzle size in relation to the 
layout and the length of hose. This 
chart is arranged in sections for the 
various sizes of pumpers. At the right 
hand side of the chart is a table show- 
ing the number of gallons of water 
flowing per minute at various pressures 
and nozzle sizes. 


Does this Mean 


A fire trailer gets the toughest jobs in the book — dirty 
water, rough handling, constant emergency duty. That’s 
why LaBour’s unique Self-Priming Centrifugal Pump 
means so much in Fire Trailer Service. 


A CENTRIFUGAL PUMP with an open impeller is difficult 


to clog. The large clearances enable this pump to handle 


sandy water for years with negligible loss of efficiency due 
to wear. It needs no relief valve, no air chamber. It main- 
tains pressure while running with the outlet or nozzle 
valves shut off, and delivers full volume instantly when the 


valve is opened — all without the slightest injury to pump 
or engine. 


THAT PRIMES ITSELF means no automatic device to fail, 


no human attention required, no connection to engine man- 
ifolds. A LaBour Centrifugal is inherently self-priming just 
like a piston pump — it removes the air from the suction 
line and then pumps water with the same impeller and casing. 


If you are looking for real service from a Fire Trailer, be 
sure to get a copy of LaBour Bulletin 47. 


The LaBour Company, Inc. 
1575 Sterling Avenue 
Elkhart, Indiana, U. S. A. 
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The HEART OF THE 
FIRE DEPARTMENT 
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A conflagration hazard exists in practically every community, awaiting 
only the outbreak of fire under adverse circumstances such as storm, 
high wind, or skillfully planned sabotage, coupled with a Delayed 
Alarm to destroy in an hour the result of years of industry. Now, more 
than ever, with the security of the industrial processes essential to the 
National Defense at stake, time is the vital element in the control of 


fire, and only equipment of demonstrated reliability and efficiency 
should be considered for this vital service. 


Gamewell manufactures and installs fire alarm and 
police systems applicable to every community and indus- 
try. We gladly co-operate in planning such protection. 


THE GAMEWELL COMPANY 


Specialists in Public Safety 


NEWTON UPPER FALLS MASSACHUSETTS 


Volunteer Firemen for June 1941 





